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RESEARCH MEMORANDUM 
ANALYSIS OF PART-SPEED OPERATION FOR HIGH-PRESSURE-RATIO 
MULTISTAGE AXIAL-FLOW COMPRESSORS 


By William A. Benser 


SUMMARY 


An analysis of the part-speed operation problems of high-pressure- 
ratio multistage axial-flow compressors was made by means of a stage- 
stacking technique. This analysis indicated that either discontinuities 
in the performance of inlet stages or stage interactions could result in 
multiple over-all compressor performance characteristic curves at a given 
speed in the intermediate-speed range. The particular performance curve 
obtained at a given speed depends on the manner of throttling and speed 
change used in setting the compressor operating points. The dip in the 
surge characteristics, frequently obtained in component tests of high- 
pressure-ratio multistage axial-flow compressors, is most likely a dis- 
continuous change from the surge limit for operation with the inlet 
stalled to operation with the inlet unstalled. 


Inasmuch as multiple performance curves do exist in the intermediate- 
speed range, the surge limit obtained by variation of throttle setting at 
a constant speed may not represent the actual limit to operation in this 
speed range. Additional usable operating conditions may be obtained by 
variation of testing technigue, such as variation of speed at a fixed 
throttle setting. Thus, the intermediate-speed surge limit obtained in 
engine operation may not be the same as that obtained by conventional 
compressor-component rating technigues. 


Extremely low part-speed efficiencies of high-pressure-ratio compres- 
sOrs may to a large extent be attributed to severe stall characteristics 
of inlet stages or stage interactions or both. Stages with continuous 
performance characteristics at their stall points ("soft-stall" stages) 
when operated in a multistage compressor are desirable from the standpoint 
of good part-speed efficiency and surge-limit characteristics. 


The results of this analysis are in general agreement with experi- 


mental observations in tests of high-pressure-ratio multistage axial-flow 
compressors . 
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INTRODUCTION 


High-pressure-ratio multistage axial-flow compressors generally 
exhibit low efficiencies at part speed, and component tests indicate a 


sharp dip or kink in the surge line at intermediate rotational speeds. Tn 


the application of this type compressor to turbojet engines for aircraft, 
auxiliary means such as adjustable guide vanes or air bleed have been re- 
quired in order to obtain satisfactory acceleration and to avoid en- 
countering surge at intermediate speeds. From the standpoint of engine 
weight and simplicity, therefore, it is desirable to improve low-speed 
performance and to minimize or, if possible, to eliminate the dip in the 
surge limit. Accomplishment of these objectives, however, requires an 
understanding of the flow processes at low and intermediate speeds. 


Inasmuch as both poor low-speed performance and compressor surgé in 
multistage axial-flow compressors are due to stalling of one or more 
stages of the compressor, some insight into these part-speed operating 
problems may be obtained from consideration of stage stall characteris- 
tics. Recent studies have shown that in most cases stage stell results 
in the formation of one or more low-flow or stalled zones rather than a 
uniform stall of all blades (refs. 1 to 4). These stall zones rotate 
about the compressor axis, and thus this type of stall is designated as 
rotating stall. From the detailed interstage survey data for a 16-stage 
axial-flow compressor (ref. 5), it was concluded that the dip in the 
Burge limit was a result of stage interactions or deterioration of the 
performance of several stages due to stall of the first stage. Reference 
6 indicated that the type of rotating stall oceurring in the inlet stages 
of a multistage compressor may also be a pertinent factor in the deter- 
mination of part-speed surge characteristics. This reference also showed 
that a compressor may surge or may stall completely, depending on the 
compressor, throttle, and external system characteristics. Inasmuch as 
either surge or complete compressor stall occurs at the same operating 
condition, this lower limit of operation at any speed is referred to as 
surge in this report in order to avoid confusion between complete com- 


pressor stall and individual stage stall. 


As shown in reference 2, when either rotating stall or surge exists 
in a multistage axial-flow compressor, the flow disturbances extend com- 
pletely through the compressor from entrance to exit. Thus, experimental 
determination of the stage or group of stages that instigated the rota- 
ting stall or surge is not always possible. Because of interaction 
effects, the individual stage performance and stall characteristics of a 
component of a multistage compressor may be appreciably different from 
those obtained in single-stage tests. Interaction effects are defined as 
the effects of radial maldistribution of flow imposed by adjacent stages 
and the effects of nonsteady flow resulting from rotating stall origina- 
ting in adjacent stages. Some insight into.the effects of type of stage 
stell and of stage interactions on the part-speed performance problem may 
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be obtained by a simple stage-stacking analysis in which these effects 
are approximated in the characteristics of the individual stages. 


For the analysis reported herein, the same hypothetical 12-stage 
compressor discussed in reference 6 was chosen, and the effects of inTet- 
stage stell characteristics and stage interactions were estimated by 
arbitrary adjustment of the stalled characteristics of the individual 
stages. The main objective of this analysis is to study the intermediate- 
speed surge problem. Some evaluation of the poor low-speed performance 
problem is also obtained. Tn addition, a hysteresis effect in the un- 
stalling of the inlet stage has been considered. Because of the simpli- 
fying assumptions made in regards to stage performance characteristics 
and Mach number effects, the computed values of multistage performance 
can be considered only as qualitative. The general trends, however, are 
valuable in obtaining an understanding of the off-design performance 
problems for high-pressure-ratio multistage axial-flow compressors. 


SINGLE-STAGE STALL CHARACTERISTICS 


Recent hot-wire anemometer studies of stalling characteristics of 
axial-flow compressor stages have shown that, in the majority of cases, 
stage stall is not a uniform stall of all blades but consists of stalled 
zones, which rotate about the compressor axis (refs. 1, 3, and 4). These 
stall zones divide the flow into two categories: a low-flow or stalled 
region and a high-flow or unstalled region. This redistribution of flow 
reduces the angles of attack and therefore the tendency for stell in the 
high-flow region. The radial depth of the stalled or low-flow zones are 
apparently dependent on the rate at which each radial element approaches 
its stalling angle of attack as compressor weight flow is reduced. This 
rate of approach to stall is, in turn, dependent on the radial variation 
of inlet conditions as well as the radial variation of such blade geom- 
etry parameters as solidity and camber. Thus, there is a wide variation 
of stall patterns for different stage designs. Variations of inlet condl- 
tions may also result in variations of stall pattern for any given stage 
design. In general, however, as stated in reference 2, rotating stall 
may be divided into two general types: (1) progressive or partial-span 
stall, and (2) root-to-tip or total-span stall. Partial-span stall is 
characterized by stall zones that occur over only a portion of the blade 
span; whereas for total-span stall, the stall zone covers the entire 
blade span. 


Partial-span stall. - Partial-span stall occurs in stages where one 
end of the blade approaches a stalling angle of attack at an appreciably 
higher compressor flow than does the other end. Thus, this type of stall 
is prevalent in low hub-tip ratio or inlet-type stages, where large var- 
iations of rate of change of angle of attack with weight flow exist from 
root to tip. Representative performance curves for a stage having a 
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partial-span type of rotating stall are given in figure l(a) as a plot of 
adiabatic efficiency mn and pressure coefficient y against flow coef- 
ficient (P. Both the pressure coefficient and efficiency curves are con- 
tinuous functions of flow coefficient and decrease gradually as flow is 
decreased below the value for stall (point A, fig. 1(8)). This type of 
characteristic has been obtained for a number of inlet-type single-stage 
compressors (refs. 1 and 7 to 9). Rotating-stall data, however, were 

not taken in all these investigations. 


Shown on figure l(b) is a cross-sectional sketch of a typical 
partial-span stell pattern in which the shaded areas desigmate the low- 
flow or stalled zones. These stall zones, which are usually concentrated 
near the blade tips, rotate in the direction of rotor rotation with 
respect to an absolute frame of reference, but generally at an apprecia- 
bly lower speed than the rotor. Thus, this represents a counterrotation 
relative to the rotor. Tip stall patterns having from one to eight stall 


zones have been observed. 


Variations in stage geometry or inlet-velocity distributions may 
result in partial-span stall patterns somewhat different from that shown 
in figure l(b). For example, stages may operate with conditions that are 
more critical at the hub than at the tip and may have a stall originating 
at the blade root. Or, if the operation of the tip section is extremely 
critical compared with that of radial sections a short distance in from 
the tip, the tip stall may be broad circumferentialiy and shallow in the 
radial direction as indicated in figure l(c). In fact, tip stall may be 
uniform from blade to blade and no rotating stall would exist at the tip 
region, but the resultant stage characteristics would not differ appre- 


ciably from those shown in figure l(a). 


Im general, inlet-type stages exhibit a partial-span-type tip stall. 
Thus, the stage characteristics presented in figure l(a) may be consid- 
ered as representative of those for the inlet stages of high-performance 


Jet-engine compressors. 


Potal-span stall. - Axial-flow compressor stages in which stalling 
angle of attack is approached simultaneously at all radii have roteting 
stall designated as the total-span type. From tests of single-stage 
units, it has been shown that this type stall is generally associated 
with high hub-tip ratio stages, 0.8 or over, and in most cases & sharp 
drop in pressure coefficient results from the occurrence of stall. A 
typical performance curve for a stage having this type stall is present- 
ed in figure 2(a). Rotating stall occurs at point A, and, when stall 
occurs, the pressure coefficient drops to about two-thirds of the value 
prior to stall. Changes in flow following stall result in operation on 
the lower or dashed portion of the characteristic curve. In order to . 
effect stall recovery, the flow coefficient must be increased somewhat 
above the initial value for instigation of stall; thus, a hysteresis 
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effect exists. The variations in stage efficiency follow the same general 
trend. Figure 2(b) shows a cross-sectional sketch of the stalied zone. 
This stall generally consists of a single zone that covers an appreciable 
part of the annulus and rotates at a much lower speed than the rotor. 


The intermediate and high hub-tip ratio stages discussed in refer- 
ences 1 and 4 exhibited the general type performance characteristic shown 
in figure 2(a) when total-span stall occurred. The 0.76 hub-tip ratio 
stage reported in reference 10, however, showed no discontinuity in per- 
formance at the point of instigation of total-span stall. Stages that 
are egually critical over all or a major part of the blade span, however, 
may be expected to exhibit a sharp drop in pressure coefficient at the 
stall point. Two distinct performance curves with unstalling hysteresis 
similar to that shown in figure 2(a) are then apt to occur. 


Combinations of partial-span- and total-span-type stall. - As pointed 
out previously, rotating stall or stage stall occurs in a wide variety 
of forms depending on inlet flow conditions and blading geometry, and it 
is possible to have both partial-span- and total-span-type stall in a 
given stage, as discussed in references 1, 4, end 10. For the purpose of 
illustration, the curve for pressure coefficient against flow coefficient 
for the 0.8 hub-tip ratio stage discussed in reference 1 is presented in 
figure 3. Partial-span stall at the blade tip was obtained for a range 
of flow coefficients between points A and B. At point B the stall changed 
abruptly to a total-span type. This change in stall type resulted in a. 
drop in pressure coefficient as shown and a hysteresis effect with total- 
span stall on the lower curve. For intermediate hub-tip ratio stages, 
therefore, a partial-span stall may be expected at the initial stall 
point and a transition to total-span stall at some lower value of flow 
coefflcient. 


Modified partial-span stall. - For low hub-tip ratio stages in which 
critical conditions are approached simultaneously over an appreciable part 
of the blade span, the initial stall pattern may be concentrated at one 
end of the blade but result in a discontinuity in stage performance sin- 
jlar to that for a total-span-type stall. In this case, however, the 
magnitude of drop in performance may be somewhat smaller than that indi- 
cated in figures 2(a) and 5(a). This type of stage stall is designated 
as a modified partial-span stall. 


STAGE INTERACTIONS 


The performance characteristics and stalling characteristics of a 
stage may be appreciably different when operated as a single stage from 
those when operated as a stage of a multistage compressor. These dif- 
ferences of performance may be designated as interaction effects and can 
be attributed to two main sources: (1) radial maldistribution of flow 
due to off-design performance of adjacent stages, and (2) nonsteady flow 
due to rotating stall originating in adjacent stages. 
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Radial maldistribution of flow. - Radial maldistribution of flow, 
defined as large variations from the design flow distribution, results 
from off-design performance of preceding stages. For example, as the 
flow coefficient of the first stage is decreased, the energy addition at 
the tip of this stage may increase more rapidly than that at the root. 
Consideration of radial equilibrium of static pressure at the discharge 
of the first stage leads to a ratio of axial velocity at the blade tip 
to axial velocity at the root that is larger than the design value. This 
radial variation from design flow may be aggravated through the first 
several stages of the compressor and may alter the relative rate of 
approach to stall for the tip and root sections of a given stage. For 
this example, critical conditions at the root and tip may be reached  - 
simultaneously for some stage farther back in the compressor. Thus, the 
stall pattern and performance characteristics of stages in a multistage 
compressor may be appreciably different from those predicted by single- 
stage tests. 


Nonsteady flow. - When roteting stall exists in a multistage com- 
pressor, 1t extenás through all the stages (ref. 2). Imposition of the 
flow fluctuations of rotating stall on any given stage that is operating 
near its stall point may result in stall of that stage. Thus, the flow 
fluctuations may be increased in magnitude. In addition to premature in- 
currence of stall in a given stage due to stall of an adjacent stage, the 
resulting stall pattern in the given stage may be appreciably different 
from that obtained in single-stege tests of that stage. | 


Stages that are operating near their choke limit, however, tend to 
decrease the amplitudes of flow fluctuation resulting from rotating 


stall. 


STAGE STACKING a 


An approximation of the operating condition of each stage of a mul- 
tistage compressor can be obtained for a wide range of speed and weight 
flow by a one-dimensional stage-stacking technique based on stage per- 
formance characteristics. The stacking technique used in this report is 
given in appendix B; it is assumed that the nondimensional stage perform- 


ance, in terms of adiabatic efficiency and pressure coefficient, is repre: 


sented as a function of flow coefficient, which is defined as the ratio 
of inlet axial velocity to wheel speed at the mean radius, and of the _ 
operating characteristics of preceding stages. Comparison of numerous 
stages on the basis of these parameters has given good correlation for 
relative stage-inlet Mach numbers up to approximately 0.75. 


The main purpose of this analysis is to show qualitatively the 
effects of various stage-stall characteristics and stage interactions 
on the part-speed characteristics of high-pressure-ratio axial-flow com- 
pressors. Therefore, the stacking analysis outlined in appendix B was 
considered adequate, even though it did not account for effects of Mach 
number on stage range and efflciency. Mach number effects could be in- 
corporated by interpolation WW AW 5 of performance curves for 
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each stage, but this complication was not deemed necessary in this in- 
vestigation. Interaction effects due to radial maldistribution of flow 
and interaction effects due to nonsteady flow resulting from rotating 
stall in the inlet stage were estimated by arbitrarily altering the in- 
dividual stage performance curves of several succeeding stages for those 
conditions where rotating stall existed in the inlet stage. Estimated 
hysteresis effects in the unstalling characteristics were also incor- 
porated in the stage curves. For the analysis reported herein, three 
combinations of stage stall, interaction effects, and unstalling hyster- 


esis were consldered. 


Hypothetical compressor design. - The basic hypothetical compressor 
design was identical for all three cases considered and was the same as 
that presented in reference 6. The compressor had 12 stages of constant 
tip diameter. All stages had identical performance in terms of pressure 
coefficient and efficiency against flow coefficient except for the stal- 
ling characteristics. Other pertinent details on the design are as 


follows: 


Over-all total-pressure ratio. . . . e e s è s «© «© e «© we eo 7.75 
Wy0, 

Inlet specific weight flow, e 33.5 
Jb 

Inlet corrected tip speed, nA m is s. ciao A 950 

Absolute inlet-air angle at a meatus of 1 

each stage, deg +. +. +. + i Se. lee Se eh, ee ARA 225 

Reference-point flow coefficient for each stage. . . . * * . co. 0.69 

Reference-point pressure coefficient for each stage. . . . . .. 0.3 


A tabulation of the individual stage hub-tip ratios, area ratios, mean 
radius ratios, and reference-point pressure ratios is given in table I. 


Cases analyzed. - The assumptions of stall type, interactions, and 
hysteresis effects for the three cases considered are as follows: 


mi... A of stall 


Case Interactions |Hysteresis 
Stages 1 Stages 5 MEN cc MN 9 
to 4 to 8 to 12 
Partial span|Partial span|Total span | None 
plus total 
span 
II |Modified Total span | Stages 2 stage 1 
partial span|plus total to 4 
III [Modified Partial span|Total span| Stages 2 Stage 1 
partial span|plus total to 8 
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The individual stege curves assumed for each configuration are discussed 
in the section RESULTS. 


Range of calculations. - For each case considered, calculations were 
made for a range of speed of 50 to 110 percent of the reference value. 
The maximum flow considered at each speed was the estimated exit-vane choke 
flow - a value of W /8/5A equal to 41.4 pounds per second per square 
foot of annulus area at the exit of the twelfth stage. The minimum flow 
considered at each speed was that at which a discontinuity in the per- 
formance curve of any stage was encountered. As indicated in references 
l and 6, discontinuities in multistage compressor performance at a given 
speed may lead to either compressor surge or complete compressor stall. 
For simplicity these discontinulty points will be referred to as the com- 
pressor surge limit. Whether surge or complete compressor stall occurs, 
this discontinuity in compressor performance represents the lower limit 
of flow at any speed consistent with usable operation of the compressor. 
In the computetion of intermediate-speed performance for cases II and 
III, operations with the inlet stage stalled end with the inlet stage un- 
stalled were considered. 


RESULTS 


The computed performance results obtained in this analysis are pre- 
sented in terms of over-all total-pressure ratio against inlet specific 
weight flow, that is, equivalent weight flow per square foot of annulus 
area. The pressure ratio presented is the total-pressure ratio to the 
exit of the twelfth stage and does not include an exit vane or diffuser 
loss. Computed efficiency contours are also shown on the performance 
maps. Because of the assumptions made in regard to stage performance 
characteristics and because Mach number effects were neglected, the re- 
sults of this analysis are only qualitative. The general trends ob- 
tained, particularly in regard to the intermediate-speed surge problem, 
are, however, valuable in gaining an understanding of this phenomenon. 


Case I 


The assumed stage performance curves for case I are presented in . M 
figure 4. The first four stages were assumed to have only a partial-span 
stell, and the pressure coefficient and efficiency were taken as contin- 
uous functions of the flow coefficient as shown in figure 4(a). Stages 
5 to 8 were assumed to have an initial partial-span stall and a total-span 
stall at lower values of flow coefficient (fig. 4(b)). Stages 9 to 12 
were assumed to have only a total-span stall (fig. 4(c)). A discontinuity 
of stage characteristics was considered to exist when total-span stall 
occurred. The stage characteristics for stage pressure ratios below 1.00 
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Were the same for all stages (fig. 5). As noted in appendix B, a modi- 
fied computational procedure was used when stages operated at turbining 
pressure ratios. Interaction effects were considered negligible through- 
out the compressor. 


Computed over-all performance for case I. - The computed over-all 


performance map for case I is given in figure 6 as a plot of over-all 
total-pressure ratio against specific weight flow. Also shown on this 
figure are contours of constant efficiency, the choking-flow condition 
for the exit vanes, and the estimated surge limit. The surge limit was 
taken as the line through the discontinuity points at each speed. This 
surge limit does not exhibit the customary dip or kink at intermediate 
speeds. If surge had been assumed to occur at the maximum pressure-ratio 
poìnts as was done in reference ll, the general trends would be un- 


changed. 


Variation of stage flow coefficients. - In order to illustrate the 
stages that are stalled at various inlet flows and speeds, the stage flow 
coefficient has been plotted against stage number (fig. 7) for several 
values of inlet flow at speeds of 100, 80, and 50 percent of the refer- 
ence value. The lightly shaded area on these plots represents the range 
of partial-span stall, and the heavily shaded area represents the range 
of total-span stall with the associated discontinuity of stage pressure 
coefficient (fig. 4). 


At 100 percent of reference speed (fig. 7(a)), flow-coefficient var- 
iations are shown for the reference point W 9, /6. A, = 33.0, the approxi- 


mate exit-vane choke flow of 33.68, and the surge flow of 33.06. The 
variation of flow coefficient in the front stages is small, and thus the 
specific weight-flow range at this speed is also small. The maximum 
change in flow coefficient occurs in the last stage, and surge results 
Trom total-span stall of this stage. 


As the speed is reduced to 80 percent of the reference value, the 
flow coefficients decrease for the entrance stage and increase for the 
exit stage as shown in figure 7(b). At this speed, the first stage oper- 
ates in the partial-span stall range even at the maximum specific weight 
flow of 23.40. Surge results from total-span stall of the ninth stage 
at a specific weight flow of 17.16. Tt should also be noted that the 
number of stages operating in the partial-span stall range increases from 
one to eight as the flow is decreased from the exit-vane choke value of 
23.40 to the surge value of 17.16. 


As the speed is further decreased to 50 percent of the reference 
value (fig. 7(c)), the front stages move deeper into stall and the rear 
stages closer to choking flow. Surge results from occurrence of total- 
span stall in the fifth stage. From five to seven stages operate in the 
partial-span stall range at all flows. 
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Thus, from a comparison of figures 7(&), (b), and (c), it can be 
seen that at high speeds surge results from total-span stall of the rear 
stages, and, as speed is reduced, earlier stages in the compressor insti- 
gate surge. Because of the stage grouplng and stage characteristics 
selected for this analysis, surge will only be instigated by stages 5, 
9, and 12. To define more clearly the relation of stage stall to com- 
pressor speed and flow, the individual stage stall limits have been 
cross-plotted on the computed performance map in figure 8. This figure 
shows that partial span or tip stell exists in from one to eight stages 
over the complete flow range for all speeús below 80 percent of the ref- 
erence value and for the low-flow portion of the flow range at speeds of 
85 and 90 percent. This is consistent with the results of the stall 
studies of reference 2, except that the stall occurs at higher speeds. | 
As was pointed out in reference ll, however, the speed at which inlet- 
stage stall first occurs can be varied by stage matching. For the exam- 
ple reported herein, no compromise was made in matching to improve low- 
speed performance. All stages were matched at the same value of flow 
coefficient at the reference point. It should be noted that, near the 
surge point at 90 percent speed, nearly ell the stages are approaching 
stall simultaneously, and stages 2 to 5 stall at a slightly higher value 
of specific inlet flow than stage l. The lines of total-span stall 


(fig. 8) show that, for speeds through 70 percent of the reference value, ^ 


surge results from total-span stall of the fifth stage; for speeds of 75 
through 90 percent, from total-span stall of the ninth stage; and for 
speeds of 95 percent and higher, from total-span stell Of the twelfth 


stage. The resultant surge limit, however, is free of the normal dip or 
kink. 


Case II 


The study of reference 2 has indicated that rotating stall ee 
ting in a front stage may extend completely through the compressor. 


Therefore, the low-flow zones resulting from stall of an inlet stage will 


cause succeeding stages that are operating near their stall points to 
also stall. At intermediate and low speeds, the amplitude of flow fluc- 
tuations due to rotating stall of the inlet stage will be maintained 
through the first few stages, and the stage performance of these early 
stages will be reduced from that for steady inlet flow. Thus, these 
stage interactions must be considered in analysis of the part-speed 
compressor surge problem. Discontinuities in the first stage performance 
characteristic and unstalling hysteresis may also affect this problem. 
Therefore, case II was studied to evaluate the effects of a small dis- 
continuity at the stall point and of an unstalling hysteresis on the per- 
formance of the inlet stage. In addition, interaction effects were 
assumed to result in a deterioration of the performance of stages 1 to 4, 
whenever stall existed in any of these stages. Inasmuch as the investi- 
gation of reference 2 indicated that the flow fluctuations of rotating 
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stall increased through the first four stages of a lO-stage compressor, 
the inclusion of interaction effects in the first four stages of this 
hypothetical compressor was believed to be a realistic assumption. 


The stage curves for stages 1 to 4 were obtained by arbitrarily 
modifying the pressure-coefficient characteristics around the stall point 
from those used in case 1 and computing the modified efficiency curves, 
with an assumption of no change in temperature rise. The pressure- 
coefficient characteristics and resultant efficiency variations with 
flow coefficient for stages 1 to 4 are given in figure 9. As can be 
seen from a comparison of figure 9(a) with figures 4(b) and (c), the 
discontinuity assumed is much smaller than that anticipated from occur- 
rence of total-spen stall. Therefore, this may be assumed to be repre- 
sentative of the modified partial-span-type stall. The magnitude of 
decrease in pressure coefficient as a result of interactions in stages 2 
to 4 (fig. 9(b)) was comparable to that assumed for stage 1. To evaluate 
interaction effects, stages 1 to 4 were assumed to operate on the lower 
or stalled portions of their performance curves whenever any of these 
stages encountered stall. 


Calculations for this case were made for operation with the first 
four stages unstalled and for operation with the inlet stage stalled and 
interactions in stages 2 to 4. 


Performance with front. stage unstalled. - The calculated performance 
mep for the unstalled condition of the inlet stages is presented in fig- 
ure 10(a). As can be seen from this figure, surge at speeds of 95, 100, 
and 110 percent of the reference value results from stall of the twelfth 
stage, whereas surge for speeds of 80, 85, and 90 percent of the refer- 
ence value results from stall of one of the first four stages. No oper- 
ation with the front stage unstalled is obtainable below 80 percent 
speed. This performance map (fig. 10(a)) is identical to the high-speed 
part of the map for case I (figs. 6 and 8) except for the surge limit at 
speeds below 95 percent of the reference value. For speeds of 80 through 
90 percent of the reference value, the discontinuity resulting in surge 
is caused by stall of one of the first stages and the associated inter- 
action effects. 


Performence with first stage stalled. - The computed performance for 
the condition of stall in the first stage and interactions in stages 2 
to 4 is shown in figure 10(b) for speeds of 50 to 95 percent of the ref- 
erence speed. The upper limit of flow for speeds of 85, 90, and 95 per- 
cent of the reference value was determined by the unstalling flow coeffi- 
cient for the first stage. At 95 percent speed, the line of front-stage 
unstalling intersects the ninth-stage stell-limit line (fig. lO(b)). 
Therefore, this was the maximum speed for which calculations of perform- 
ance with tne front stage stalled were made. Surge at speeds of 50 througt 
70 percent results from discontinuities due to the occurrence of total- 
span stall of the fifth stage, and at speeds of 75 to 95 percent, from 
stall of the ninth stage. Other variations in stage characteristics than 
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those assumed might cause variations in the surge limit of figure 10(b), 
such that lower surge pressure ratios might be obtained at speeds of 75 
to 95 percent speed. The efficiencies for case II at intermediate speeds 
are somewhat lower than for case I. . 


Complete performance map. - The complete performance map for case II 
ls obtalned by superimposing the performance maps with the inlet stage 
unstalled and the performance map with the inlet stage stelled and inter- 
actions in stages 2 to 4 (figs. lO(a) and (b)). The resultant per- 
formance in terms of pressure ratio against specific weight flow is given 
in figure lO(c) for a range of speeds from 50 to 110 percent of the ref- 
erence value. From this figure it can be seen that for a range of speed 
from 80 to 95 percent of the reference value, operation with both the 
inlet stage stalled and the inlet stage unstalled is possible. Thus, 
in this intermediate-speed range, the existence of double performance - 
curves and two surge points at a given speed is indicated. Whereas the 
double curves of this analysis were obtained as a result of a small dis- 
continuity in the performance characteristics of the first stage and in- 
teractions in stages £ to 4, similar results would have been obtained by 
any combinetion of simultaneous discontinuities of the front stages. 


Triple-valued performance curves have been encountered experimentally 
(ref. 12), and unreported experiments have shown multiple-valued surge 
points for each of two relatively high-pressure-ratio commercial compres- 
sors operating at approximately 80 percent of design speed. In these 
tests, the particular surge point obtained depended upon the schedule of 
speed and flow, which preceeded the occurrence of surge. The double- 
valued curves of figure lO(c) and the dependence of compressor performance _ 
on the manner in which a particular operating point is approached indi- 
cate the necessity of studying the transition from compressor operation 
with the inlet stage stalled to operation with the inlet stage unstalled. 


Transition from stalled to unstalled operation of inlet stage. - The 
usual operation schedule in compressor component testing is to start at 
maximum or choke flow for a given speed and increase the throttling in 
successive steps until surge is obtained. Inasmuch as compressor opera- 
tion at maximum flow at low and intermediate speeds is normally set by 
the choke of exit vanes, transition from stalled to unstalled operation 
of the inlet stage can be considered to occur at maximum flow or along 
the exit-vane choke limit of figure lO(c). Thus, as the compressor speed 
is increased, the choking limit of the exit vanes prevents unstalling of 
the inlet stages for this case until a speed of 85 percent of the refer- 
ence value is attained. Unstalling of the inlet stage and alleviation 
of the resultant interaction effects result in a transient change of 
operation from the exit-vane choke point on the dashed curve to the exit- 
vane choke point on the solid curve. For this example, the specific 


weight flow increases from 26 to 26.3 and the pressure ratio from 4.23 > 


to 4.30. The efficiency is not changed appreciably. For the purposes of 
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this report, the compressor operation is assumed to jump discontinuously, 
and transient conditions following unstalling of the inlet stage have not 
been considered. 


The over-all performance map, anticipated from the normal compressor- 
component-rating techniques described previously, is given in figure 
lO(d). For speeds up to 85 percent of the reference value, the compres- 
sor would operate with the front stage stalled, and, for speeds above 85 
percent, with the front stage unstelled. Therefore, both branches of 
the performance curve are given at the cross-over speed of 85 percent of 
the reference value. 


Surge limit. - The surge limit (fig. lO(d)) will follow the discon- 
tinuity points of the dashed curves up to the cross-over speed and the 
discontinuity points on the solid curves above this speed. Thus, a surge 
line faired through these points exhibits the dip that is common to most 
high-pressure-ratio axial-flow compressors. As indicated by the analy- 
sis, this dip actually constitutes a discontinuity in the surge line, 
which results from transition of modes of operation of the compressor. 
Other variations of surge characteristics for the condition of front stage 
stalled may actually indicate a dip in the combined surge characteristic 
rather than the continuous variation shown on figure lO(c). In the 
presentation of experimental data, however, the surge line is faired 
through a finite number of points and has generally been considered a 
continuous function of flow, pressure ratio, and speed. 


The analysis of case II therefore shows that the dip in the surge 
line is more likely a result of a discontinuity in the performance at the 
stall point of the first stage and of interactions in a few succeeding 
stages. Inasmuch as both factors result in sharp decreases in performance 
of the complete compressor, it is evident that either of these results 
could cause a dip or discontinuity in the surge limit at intermediate 
speeds. The transition from the surge limit for the inlet stage stalled to 
that for the inlet unstalled is dependent on the manner in which the surge 
condition is approached. If the compressor-discharge throttling is suffi- 
cient to cause the compressor to operate appreciably above the exit-vane | 
choke limit as speed is increased, unstelling of the front stage may not 
be achieved until a speed of appreciably greater than 85 percent of the 
reference value is attained. In the range of speeds from 85 to 95 percent 
of the reference value, the surging limit may follow that of figure 10(b); 
whereas, if the speed is first increased above the value for unstalling 
of the inlet stage and then reduced, surging may occur on the surge line 
of figure 10(a) for speeds of 80 to 85 percent of the reference value. 
Thus, for case II, double-valued surge points at a given speed may be ob- 
tained for the range of speeds from 80 to 95 percent of reference speed, 
as indicated on figure 10(c). As previously discussed, this phenomenon 
has been observed in experimental studies of multistage axial-flow com- 
pressor performance. For cases where unstalling of groups of stages or 
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alleviation of interaction effects occurs stepwise, even more than two 
surge points may be obtained. 


For maximum engine acceleration, the compressor operating line in 
an engine will be very close to the surge Limit at low and intermediate 
speeds. Thus, the intermediate-speed surge limit obtained by normal 
compressor-rating techniques may not be representative of the compressor 
stall or surge limit, which is obtained during engine acceleration. 
Therefore, when multiple operating curves exist at any compressor speed, 
performance evaluations must include all possible operating conditions. 
This may be done by approaching a given operating point by variation of 
compressor speed at each of several fixed throttle settings, as well as 
by variation of throttle settings at a fixed speed. Speed changes must 
include both increases and decreases in rotative speed. An operating 
technique such as this will give performance maps of the type shown in 
figure 10(c) for those cases where multiple performance curves exist for 


a given compressor rotative speed. o | l | 


Effect of unstalling hysteresis. - For case II, a hysteresis effect 
Hy8- 


was assumed in the unstalling characteristics of the inlet stage. MH 
teresis had no effect on the general trend of surge characteristics, 

except on the speed at which transition from stalled to unstalled opera- 
tion of the inlet stage was achieved. With ho hysteresis, unstalling of 

the inlet stage along the exit-vane choke line (fig. 10(b)) would be 
achieved at 81.5 percent of reference speed rather than at 85 percent, as 
for the case with hysteresis. Possible discontinuities in the surge 
limit and the potential of double-valued surge points between speeds of 

80 to 93 percent can be seen from figure lO(c). | o 


Part-speed efficiency. - Because of the manner in which the individ- 
ual stage efficiency curves were determined for this analysis (and the 
magnitude of interaction effects assumed), no conclusive results can be 
obtained in regards to effects of interactions and first-stage performance 
from this case. However, &t 85 percent speed (the transition speed), the 
small changes in performance assumed (fig. 9) indicated a computed peak 


efficiency of approximately 0.84 for operation with the front stage "n 


stalied and interactions in stages 2 to 4 and an efficiency of approxi- 
mately 0.86 for operation with the front stage unstalled. No conclusions 
can be drawn at the lowest speeds considered, because no changes in 
stage curves were assumed for very low flow coefficients. It is obvious, 
however, that decreases in stage efficiency due to stall and interactions 
cause decreases in over-all compressor efficiency. 
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Case III 


In order to evaluate more serious interaction effects, calculations 
were made for case III that assumed the same conditions in stages l to 4 
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as were assumed for case II and, in addition, assumed large interaction 
effects in stages 5 to 8. The modified performance curves for these 
middle stages are given in figure ll. The efficiencies for these stages 
were determined in the same manner as for the modifications in stages 1 
to 4 (case II), but the magnitude of discontinuity of pressure coeffi- 
cient was taken as representative of the instigation of complete total- 
span stall. When rotating stall existed in stage l, stages 5 to 8 were 
assumed to operate on the dashed curves of figure ll. The performance 
of all other stages was identical to that of the previous case. 
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The performance of this case for the condition of unstalled oper&- 
tion of the inlet stage is identical to that for the previous case (fig. 
lO(a)). For the condition of stall of the inlet stage, however, the per 
formance is markedly changed (fig. 12(a)). 


Complete performance map. - The complete computed. compressor per- 
formance map for case III is obtained by superimposing figures lO(e) and 
12(8), and the resultant map is presented in figure 12(b). As in case 
II, the multiple performance curves &t speeds above 80 percent of the 
reference value indicate the necessity of varying the mode of testing in 
component rating so that all possible compressor operating conditions can 
be evaluated. 


Transition from stalled to unstalled operation of inlet stage. - For 
case III, if compressor speed is increased along the exit-vane choke limit, 
inlet stage unstalling will be effected at 94 percent of the reference 
Speed. At this speed the transient change in pressure ratio would be 
from 4.85 to 5.2, the change in specific weight flow would be from 28.3 
to 30.9, and the change in efficiency from O.71 to O.81. Thus, for large 
interaction effects, unstalling of the inlet stage ìs accompanied by 
large increases in weight flow, pressure ratio, and efficiency. The 
transition speed of 94 percent is shown on figure 12(b) for both the con- 
dition of stall in the inlet stage and interactions in stages £2 to 8 and 
the condition of no stall in the inlet stage and no interactions. 


It can be seen from figure 12(b) that if interaction effects of the 
magnitude assumed for this case do exist and 1f the compressor operating 
characteristic follows a throttling line close to the surge limit line, 
unstalling of the inlet stage may not be achieved even at design speed. 
This phenomenon h&s been observed for & prototype high-pressure-ratio 
multistage axial-flow compressor, which was tested at this laboratory. 

As discussed previously, however, this situation may be relieved somewhat 
by compromise of the matching of the inlet stages to favor part-speed 
operation. 


Surge limit. - The surge limit for case III exhibits a large discon- 
tinuity at 94 percent of reference speed, when normal component-rating 
techniques are assumed. By proper variation of speed and throttle 
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setting, surge may be obtained at the low-flow limit of the performance 
characteristics indicated by the dashed lines for speeds slightly higher 
than the reference value (fig. 12(b)). By increasing the speed to a val- 
ue above that for unstalling of the inlet stage and then decreasing the 
speed, surge along the inlet stall line might be obtained down to speeds 
of approximately 80 percent of the reference value. 


Effect of unstalling hysteresis. - If the hysteresis effect on un- 
stalling of the inlet stage were neglected, the first stage in this case 
would become unstalled at 91.5 percent of reference speed for operation 
along the exit-vane choke limit. The general trend of performance and 
surge Limit would, however, be unchanged. The effect of inlet-stage un- 
stalling hysteresis is to increase the speed at which the inlet stage be- 
comes unstalled, regardless of the throttling or compressor operating 


line. 


Part-speed efficiency. - As can be seen from a comparison of figures 
6 and 12(a), interactions of the magnitude assumed for case III result in 
large reductions in efficiency for operation with stall in the inlet | 
stages. The computed values indicate a reduction of efficiency on the 
order of 15 percent as compared with about 2 percent for case II. Thus, 
the low part-speed efficiencies exhibited by some multistage axial-flow 
compressors may result from severe interaction effects and may be ex- 


pected to exist in compressors that exhibit poor intermediate-speed surge- 


limit characteristics. 


CONCLUDING REMARKS 


The analysis reported herein has been made to study possible sources 
of poor part-speed efficiency and of the intermediate-speed surge problem 
of high-pressure-ratio multistage axial-flow compressors. Because of the 
simplifying assumptions used, the results obtained represent only a first 
approximation. The qualitative results, however, are generally in agree- 
ment with trends observed experimentally. = | 


This analysis indicates that multiple-valued multistage performance 
curves will be obtained if stall of the inlet stage results in disconti- 


nuities of that stage or of one or more of the succeeding stages. Discon- 


tinuitles of these succeeding stages may be a result of interaction 
effects due to maldistribution of flow or of nonsteady flow initiated by 
the first stage. The particular operating point of the compressor at the 
speeds where multiple curves exist is dependent on the manner in which 


that operating point is approached. It is believed that the dip obtained 


in the experimentally determined surge-limit lines of high-pressure-ratio 
axial-flow compressors is merely a result of transition from compressor 
operation with the front stages stalled to operation with these stages 
unstalled and that the intermediate-speed surge limit obtained by normal 
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component test techniques may not be representative of that obtained in 
en engine at the same speed. Furthermore, the engine surge limit obtained 
during accelerations may be different from that obtained during deceler- 
ations. In order to evaluate the intermediate-speed compressor perfor- 
mance completely, it is recommended that operating conditions be set by 
both increases and decreases in speed at fixed throttle settings as well 
as by throttle adjustment at a fixed speed. 


This analysis also indicates that extremely poor part-speed efficien- 
cies may to a large extent be attributed to stage interactions or deter- 
loration of stage performance due to rotating stall or maldistribution 
of flow imposed by the inlet stages. The magnitude of interaction effects 
on each stage and the number of stages affected will determine the re- 
ductions in performence at low and intermediate speeds. 


Hysteresis effects in the unstalling characteristics of the first 
stage do not effect the existence of double-valued performance curves at 
intermediate speeds nor do they effect reductions in efficiency at low 
speeds, when discontinuities in front-stage characteristics exist be- 
cause of either the type of stage stall or interactions. The existence 
of large unstalling hysteresis in combination with severe discontinuities 
in stage performance may prevent unstalling of the inlet stages until very 
high speeds are attained. In fact, unstalling may not even be obtained 
at design speed, particularly if the operating line is close to the com- 
pressor surge-limit line. 


This analysis, as well as limited experimental observations, indi- 
cates that stages with continuous characteristics at their stall points 
are desirable from the part-speed efficiency and intermediate-speed surge 
aspect. "Soft stall" stages of this type generally have a progressive or 
partial-span stall, which originates at one end of the blade and gradually 
increases in severity as the flow coefficient is decreased. It should be 
noted that stages which have partial span or soft stall when tested as 
single stages may exhibit discontinuities when operating in a multistage 
compressor at off-design conditions of speed and flow. 


More complete data are required on effects of stage design and blad- 
ing geometry on stage stall characteristics as well as effects of stage 
interactions due to radial maldistribution of flow and nonsteady flow as 
encountered in multistage compressors. In addition, this analysis indi- 
cates the need for a more complete evaluation of compressor performance 
and surge limits in the intermediate-speed range. 


Lewis Flight Propulsion Laboratory 
National Advisory Committee for Aeronautics 
Cleveland, Ohio, September 17, 1953 
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SYMBOLS 


The following symbols are used in this report: 
area, sq ft 
specific heat at constant pressure, Btu/lb/OF 
acceleration due to gravity, 32.17 ft/sec? 
enthalpy, ft-lb/slug 
mechanical equivalent of heat, 778.3 ft-lb/Btu 
stagnation pressure, lb/sg ft 
gas constant, ft-lb/lb °p 
radius, ft 

. Btagnation temperature, ?R 


wheel speed, ft/sec 


weight-flow rate, lb/sec 


A 
“p 
& 
H 
J 
P 
R 
r 
T 
U 
V velocity, ft/sec 
W 
me equivalent flow rate, lb/sec 


y-1 
Po 
© ( a 
B flow angle measured from axial direction, deg 
Y ratio of specific heats, 1.40 
o ratio of pressure to stendard pressure 
T adiabatic efficiency 


6 ratio of temperature to standard temperature 
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o density, slugs/cu ft 
Va 

(p flow coefficient, a 
y pressure coefficient, as SE 

Ce 

Je 

Subscripts: 
l inlet to first stage 
2 exit of first stage or ínlet to second stage 
a exial component 
ac actual 
is isentropic 
m mean radius (average of tip speed and root redii) 
8 static 
st standard 


t total 
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APPENDIX B. 


CALCULATIONS OF OFF-DESIGN PERFORMANCE OF MULTISTAGE 
AXIAL-FLOW COMPRESSORS 


The design, fabrication, and testing of multistage axial-flow com- 
pressors in order to evaluate the effects of changes in design variables 
is an extremely costly and time-consuming process. In addition, compres- 
sor surge and stage interactions limit the attainment of data in the 


range of compressor stall. Therefore, a one-dimensional technique of stage 


stacking has been used to formulate multistage compressor performance 

maps from representative stage performance data and thus obtain gener- 
&lized trends of internal-flow characteristics at off-design operating 
conditions. The absolute values of compressor performance obtained by 
this method are only qualitative, inasmuch as simplifying assumptions are 
reguíred. The trends obtained, however, are extremely valuable in a study 


of off-design performance. En 


For simplicity of calculation, the individual stage data for all 
speeds are correlated on the basis of pressure coefficient vy and adia- 
batic efficiency n against a flow coefficient 9. These coefficients 
are expressed as follows: 


s = f. (OD Bl 
Cj ES 1 (P) (B1) 
WE 0 
AH; 
n = AH, = £ (P) (B2) 
o = (8) as 


m 


Correlation of stage performance on the basis of the preceding parameters 
neglects the effects of compressibility and Reynolds number on the stage 
efficiency and flow range, and the radial distribution of flow geometry 
is assumed to be defined by the mean radius ratio of axial velocity to 
wheel speed. This method therefore ignores the effects of radial maldis- 
tribution of inlet velocity on stage performance. Correlation of stage 
date from both single-stage and multistage compressors have shown this 
correlation to be satisfactory over a wide range of speeds and Mach num- 
bers. The correlation does gìve some scatter of data when Mach numbers 
exceed 0.75 or when stage pressure ratlos greatly exceed those commonly 
used for axial-flow compressors. 
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The first step in the stacking procedure is to select the gener- 
alized stage characteristics for each stage in terms of pressure coeffi- 
cient and adiabatic stage efficiency as functions of flow coefficient. 
The second step is to determine the area ratio through the compressor so 
that all stages operate at the desired value of flow coefficient at the 
design or reference value of inlet flow and rotative speed. A compressor 
map is then determined by stage-to-stage calculation for several values 
of inlet flow at each rotatlve speed to be considered. 


The flow coefficient into the first stage is determined from the 
conventional weight-flow parameter W4/6)/8,, the rotative speed 


Un, 1/ V1, and the effective stage inlet area. 
From continuity, 


Yv -sa 
al  &0g,1AÀi 


or 


Va, _  WMÊ) Tal (B4) 
0, — 91/3 T4 Ps 805,1 
By combining equation (B4) with the perfect gas law 


P 


l 
Tm ERPs 1 (BS) 
with the expression 
= 
p y2 NT 
S,L 
po le e Pe) 
t,1 Cp 
and with the vector diagram relation 
y 
Vi = Bd (B7) 


cos P4 
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the following equation is obtained: 


l 


WU SR 


y-1 
ar e 
5, A mU t cos? 84 


The solution of equation (B8) can most readily be obtained by computing 
values of WA/6/8A for various values of Va /A/8 and an assigned value 


of Bg. The flow coefficient is then determined from the equation 


(59) 


After the flow coefficient is determined, the values of pressure coeffi- 
cient and adiabatic efficiency are obtained from the generalized stage 
performance curves. The stage pressure ratio is obtained oem the pres 


sure coefficients y as follows: 


sla 
y-1 


(B10) 


Pa n. SUE) ) 
P MS 


and the stage temperature ratio, from the pressure coefficient and adia- 
batic efficiency: 


(Bll) 


The weight-flow parameter for the second stage WA/05/Boho is deter- 
mined from the parameter for stage 1 by the expression 


To. 

| 2 
WA/92 W/O Ay VB uia 
Soho $jAj Ag P2 

SE 
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and the rotative speed Un, 2/82 is determined by the expression 


a mA um (B13) 


- 
o 
to 


The flow coefficient is 


Po = imp (Bl4) 


o; 


In the design or reference-point phase of the calculation, the flow coef- 
ficient for the second stage is selected, and the area ratio end radius 
ratio must be so determined as to give the desired value of Qo. The area 


ratio Ap/A; and the radius ratio rp ,2/*m,1 are related by the type of 


design, that is, constant tip diameter. constant piteh diameter, or con- 
stant root diameter. For the design computed herein, a constant tip diam- 
eter was used, and the area ratio was determined by a trial-and-error 
process. For off-design performance calculations, the area ratio and 
radius ratio are known and the flow coefficient is computed directly. The 
pressure ratìo and temperature ratio for the second stage are then com- 
puted the seme as for stage l. 


The preceding process is then repeated for each stage throughout the 
compressor. Over-all pressure ratio and temperature ratio are taken as 
the product of the stage values, and the over-all adiabatic efficiency is 
computed from over-all temperatures and pressures. For off-design per- 
formance caleulations, iniet weight flows must be properly chosen so that 
all stages remain within the limits of their individual flow ranges. 


For conditions where the stage pressure ratios are less than 1.00, 
plots of y and w/m against (P were used to compute stage pressure 
ratio and temperature ratio. 
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TABLE I. - TABULATION OF REFERENCE-POINT VALUE 


Stage | Are& ratiot 
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lRatio of exit to inlet area for the stage. 
“Ratio of exit to inlet mean radius for the stage. 


29 


Adiabatic efficiency, N 


Pressure ooeffioient, y 


Rotor 
rotation 


Absolute 
stall zone 
rotation 


Rotcr 
rotation 


Absolute 
stall zone 
rotation 


Flow coefficient, P 


(a) Stage performanoe. (o) Schematic cross ssction of annulus 
blading that is extremely critical at eue 


Figure 1. - Characteristics of stage having pertial-span-type rotating stall. 
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(a) Stage performance. (b) Schematic cross section of anmulus. 


Figure 2. - Characteristics of stage having total-span-type rotating stall. 
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Figure 3. - Performance of intermediate hub-tip 
ratio stage with both pertial- and total-span 
stall. 
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(a) Stages 1 to 4. (b) Stages B to 8. (0) Stages 9 to 12. 
Figure 4. - Assumed stage performance characteristios for case I. 
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Temperature coefficient, Y/n 
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Figure 5. - Assumed performance characteristics for negative values of 
pressure coefficient for all stages. ` 


3024 


NACA RM E53115 quU 


Total-pressure ratio 


— - ———  Exit-vane choke 
limit 
— = = ——— Surge limit 


—LLLLLLELEAT LLLI IL 
LLLLLELZE EA 
ATAR 


Percent of 
reference 
speed 


yll 
IgA MAITE LLL LLL 
E HHH 


mess — - ad zea 


Figure 6. - Computed over-all performance for case I. 
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Total -pressure ratio 


— — — — Partial span stall 
——- —— Totali span stall 
(surge limit) 
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Flgure 8. - Relation of stage stall and over-all compressor performance 
for case I. 
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(b) Stages 2 to 4. 


Flow coeffloient, Y 


(a) Stage 1. 
Figura 8. - Assumed performance charactaristios for stages 1 to 4 for case II. 
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(a) Front stage unstalled. 


Figure 10. - Computed over-all performance for case Il. 
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(b) Front stage stalled and interactions in stages 2 to 4. 


Figure 10. - Continued. Computed over-all performance for case II. 
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Figure 10. - Continued. Computed over-all performance for case II. 
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(d) Transition from stalled to unstalled inlet stage on exit-vane 
ehoke line. 


Figure 10. - Concluded. Computed over-all performance for case 
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Figure ll. - Assumed performance characteristics for stages 5 


to 8 for case III. 
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(a) Front stage stalled and interactions in stages 2 to B. 


Figure 12. - Computed over-all performance for case III. 
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(b) Composite performance (superposition of figs. 10(a) and 12(a)). 


Figure 12. - Concluded. Computed over-all performance for case III. 
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